PLATE   7
Diagram of the innervation of the urinary bladder. B, blad-
der; E, external sphincter; G, hypogastric ganglion; I, in-
ternal sphincter; K, kidney; U, ureter, L. 1, 2, 3, 4 refer
to the ganglia of the lumbar sympathetic chain. S. 1, 2, 3,
indicate the first, second and third sacral segments of the
spinal cord.